BILL NO. S-71-01-^>'^ 


SPECIAL ORDINANCE NO. ^3 j-y/ 

AN ORDINANCE approving a contract with ALTON 
BOILER & WELDING CO., INC. for Stack Replace- 
ment at Lawton Park Generating Station. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved January 4, 1971, between 

the City of Fort Wayne, by and through its Mayor and the Board of 

Public Works, and ALTON BOILER & WELDING CO. ,INC. , for: 

Modification of existing Power House 
stack #3 for new package boiler for 
the supplying of a new extension and 
its field installation at Lawton Park 
Generating Station, 

for a total cost of $4,872.40, all as more particularly set forth 
on CITY UTILITIES PURCHASE ORDER NO. 5306, which is by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
offset from and after its passage and approval by the Mayor. 






seconded by 


Read the first time in full and on motion by 

i2^ and duly adopted, read the second time by title and referred 


to the (Committee on) 


1 




( iaBds-feo^the>-l^i-L.y-^#l-aii-- 


-^ommi.&oinn„£or_^j^Gamiiendation) (and Pub-liG Hharing to be held after due legal notice . 


the 








day of 


-4r96- 


-at- 


o ' clock 


-R M - 


Date : 


/' y y- - 7 / 



City Clerk 

Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 


Passed (ii0S¥) by the following vote; 
AYES , NAYS n , 


ABSTAINED 


ABSENT 


to -wit: 


U" 


Adams 

Dunifon ^ 

Fay 

Geake 

Nuckols -^y 

Robinson lx' 

Rousseau 

Steigerwald 
Tipton 1/ 


Date 


! ~ 7 ~ ^ ~ 7 / 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
<42,^4B^Maf>«)4@eHeraI) (Annexation) (Special) ( Approp^rdratiop) Ordinance OReaolutiow) No S~& S3 '7 , 


on the 



City Clerk 


Presented by meyto.the Mayor of the City of Fort Wayne, Indiana, on the ^-7 day 

of J 19 ^ 7 / at the hour of 3 7 o'clock tJ ,E.S.T. 



City Clerk 


'-c6 

Approved and signed by me this T' 1 day of 




19$ 7/ 


at the hour of j 


o'clock 7 .M. ,E.S .T. 


Mayor 



Bill No. S-71-01-05 

REPORT OF THE COMMITTEE ON CITY TTTTT.TTTR.q 

Wes, your Committee on Citv TTti 1 i tiRR to whom was referred an Ordinance 

approving a contract with ALTON BOILER & WELDING GO., INC, for StncV ReplaoflTnpnt 

at Lawton Park Generating Station^ 



have had said Ordinance und^t^ con^bderation and beg leave to report back to the Common 

PASS . 


Council that said Ordinance 


JACK K. DUNIFQW. Chairman 


WILLIAM K. CEAKE, Vi ce-ChaiT-man . 


THOMAS C. ADAMS 


JOHN NTTCKOT.S. 


HF.RRF.RT 0. TIPTON 


CONCURRED IN 

DATE.. / 7/ fuAD G. BONAHOCM, CITY CLERK 


